Volume 13 INTENSIVE AND CRITICAL CARE NURSING VOLUME CONTENTS 1997 
Numbers 1-6 


Pages 1-370 
1997 


Editorial — Critical care competencies 1 
Pat Ashworth 


Problems with providing education on resuming sexual activity after 
myocardial infarction: developing written information for patients 2 
John W. Albarran and Sarah Bridger 

a Meeting needs of family members of critically ill patients in a 

Spanish intensive care unit 12 


C. Zazpe, M. A. Margall, C. Otano, M. P. Perochena and M. C. Asiain 

Planning for the future: advanced nursing practice in critical care 17 
Carol Ball 

Do dressings with increased permeability reduce the incidence of 
central venous catheter related sepsis? 26 
Mark G. Reynolds, Sarah E. Tebbs and Thomas S. J. Elliot 


Thrombolysis: the development of unit guidelines 30 
Gary Kynman 


Guillain-Barré syndrome: biological basis, treatment and care 42 
Kate McMahon-Parkes and Marc A. Cornock 


The experience of critically ill children: narratives of unmaking 49 
Franco A. Carnevale 


Critically ill children: the case for short-term care in general 
intensive care units 53 
Janette Bennett 


Drug therapy review — Pamidronate (Aredia, Ciba) in malignant 


hypercalcaemia 58 
Correspondence 60 
News 60 
Notices 
Editorial — Controlling and using the power of the information 

explosion 63 
Pat Ashworth 

Exploring dichotomies of caring, gender and technology in 

intensive care nursing: a qualitative approach 65 


Fiona M. Heskins 
Microbial colonization of closed-system suction catheters used 


in liver transplant patients 72 
Debra H. Adams, Mark Hughes and Thomas S. J. Elliott 

Nurse-initiated extubation following cardiac surgery 77 
Nigel Davies 

Advanced practitioners: the hidden agenda? 80 
T. C. Neenan 

Nitric oxide: some nursing implications 87 
Philip Woodrow 

Have nursing models a place in intensive care units? 93 
Yvonne A. Robb 

Setting up a paediatric retrieval team 99 
Tracy Taylor 

Withdrawing treatment from a critically-ill child 103 


Carol Purcell 


: 


Intensive and Critical Care Nursing 


Principles and practice of managing difficult behaviour situations 
in intensive care 
T. Maunder 


Meeting the informational, psychosocial and emotional needs 
of each ICU patient and family 


Jennifer S. Wesson 
Drug therapy review — Docetaxel 


Drug therapy review — Eradication therapy in peptic ulcer disease 
Book reviews 


Notices 


Editorial — Of change, challenges, communication and 
collaboration... 
Belinda Atkinson 


Patient-controlled analgesia compared with nurse-controlled 
infusion analgesia after heart surgery 

Peter O'Halloran and Robert Brown 

Development of a sedation scoring protocol 

Sara Quirke, Jackie Bowyer, Elaine Buxton, Rhian Clarke, Pippa Hart and Isabel Thruston 
Dignity in situations of ethical difficulty in intensive care 

Anna Séderberg, Fredricka Gilje and Astrid Norberg 

Old habits die hard: changing paediatric nurses’ perceptions of 
families in ICU 

Fiona J. C. Maxton 


Nursing perspectives for intensive care 
Philip Woodrow 


Ethical considerations relating to terminal weaning in intensive 
care 
Yvonne A. Robb 


Focus of nursing in critical and acute care settings: 
prevention or cure? 
Josephine M. E. Gibson 


Ethical decision making in intensive care: are nurses suitable 
patient advocates? 
Peter Norrie 


Protection of sensitive patient-connected medical devices from 
the subversive use of mobile telecommunication equipment 
Malcolm Sperrin, Alun Davies, Roger Smith and Richard Burgess 


Drug therapy review —- Amphotericin 
Book reviews 
Notices 


Editorial — Sharing the health challenge in critical times 
Pat Ashworth 


Adverse reactions to the withdrawal of opioids and 
benzodiazepines in paediatric intensive care 
Franco A. Carnevale and Celine Ducharme 


Reconnecting: the experiences of nurses caring for hopelessly 


ill patients in intensive care 
Susan H. Simpson 


Effect of endotracheal suctioning on the intracerebral 


haemodynamics of patients in fulminant hepatic failure 
Helen Leighton 


108 
119 
: 2 
: 123 
124 
125 
126 
130 
145 
151 
156 
163 
167 
170 
173 
ee 
175 
177 
179 
js 
18! 
189 
19 


care patients 
Pauline Black, Hugh McKenna and Pat Deeny 


Ecstasy-induced rhabdomyolysis and its role in the development 


of acute renal failure 
Maureen Cunningham 


Cardiac electrophysiology studies and ablation procedures: 


a literature review 
Paula Lane 


Aspects of pulmonary artery catheterization in critical care 230 


Lucy J. Storey 
Drug therapy review — Paracetamol poisoning 
Notices 


Editorial — Professional progress and potential pitfalls 
Pat Ashworth 


Follow-up services and the development of a clinical nurse 


specialist in intensive care 
Jess Hall Smith, Carol Ball and John Coakley 


Sensoristrain: an exploration of nursing interventions in the 


context of the Neuman systems theory 
Pauline Black, Pat Deeny and Hugh McKenna 


The significance of statistical significance 
Ian Dyer 


Core body temperature measurement: a comparison of axilla, 
tympanic membrane and pulmonary artery blood temperature 266 


Paul Fulbrook 


Using research to find the effects of process-oriented educational 


assessment in critical care nursing practice 
Bill Lemmer and Bernadette O’ Riordan 


Dependency scoring in a critical care area: a direct nursing 


assessment method 
Barry Wardle 


Benefits of an electronic clinical information system: an intensive 


care nursing perspective 
Linda Waterworth and Simon Abbatt 


Physiological changes occurring with positive pressure 
ventilation: Part one 
Joy Robb 


Drug therapy review — Teicoplanin 
Book reviews 
Notices 


Editorial — Actual pitfalls — but still professional progress 
Pat Ashworth 


The psychological and emotional impact of living with an 
Automatic Internal Cardioverter Defibrillator (AICD): 


how can nurses help? 
Jayne Elizabeth James 


Recreational drug users in the ICU: a review 
Chris Jones and Dave Owens 


Patient management in head injury care: a nursing perspective 329 


Catherine A. Hall 


A concept analysis of the sensoristrain experienced by intensive 


Volume Contents 


209 


216 


224 


238 
240 
241 


243 


249 


259 


273 


282 


289 


293 


308 
310 
313 
315 


316 


324 


=| 
| 
} 
| 
| | 
q J 
| 


Intensive and Critical Care Nursing 


Nursing care of the Paratrend 7 sensor 
Claire Saich, Stephen J. Graystone, Stuart P. Hendry and Tom H. Clutton-Brock 


Multiple stab wounds: a short-term respiratory case study 
Nicola A. Burchmore 


Concept analysis of trust: a coronary care perspective 
Steven P. Hams 


Physiological changes occurring with positive pressure 
ventilation: Part two 
Joy Robb 


Drug therapy review — Ecstasy poisoning 


Book reviews 
News 
Notices 


©1997 Harcourt Brace and Co. Ltd 
ISSN 0964-3397 


All rights reserved. No part of this publication may be 
reproduced, stored in a retrieval system, or transmitted in any 
form or by any means, electronic, mechanical, photocopying, 
recording, or otherwise, without prior permission of the 
copyright owner. 


Typeset by RD Composition Ltd., Glasgow. 
Printed in Great Britain by Bell & Bain Ltd., Glasgow. 


338 
4 
341 
351 
hay 
357 
365 
367 
368 
be 
369 
as 
we 
one 


